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• LOWER COST 

• FASTER, EASIER INSTALLATION 

• WIDE SELECTION OF SIZES 

• STYLES FOR ALL TYPES OF ROOFS 

• FIRE TESTED AND APPROVED 

Manufactured by 

CONSOLIDATED GENERAL PRODUCTS, INC. 

24TH & NICHOLSON • HOUSTON 8, TEXAS 











NEW FIRE RETARDANT 
MODELS FOR ADDED SAFETY! 



ROUND 





RECTANGULAR 


CURB MODEL 


BOND-TYPE 


Consolite Skylights are now available in special fire retardant models for use 
in areas where fire hazard is critical. These new Consolites are completely 
self-extinguishing. The skylight will not support combustion, and if ignited, 
will extinguish itself when the source of flame is removed. This important 
new development is made possible by the combination of Consolite’s unique 
manufacturing methods and the use of Hetron* resins, well-known for their 
excellent fire-retardant qualities. Write for full details on the flame-inhibiting 
characteristics of the new Fire Retardant Consolite Skylight. 

New double-wall design completely eliminates condensation 

The sketch at right illustrates the new double-wall design 
of the CONSOLITE Skylight — no condensation 
problem due to an un-insulated strip at the side 
of the skylight. This new CONSOLITE fea¬ 
ture also improves insulating qualities of 
the skylight since the double dome actually 
extends under the roof stripping. The double¬ 
wall design absolutely prevents possibility of 
domes separating after installation — makes 
stronger, more efficient, skylight installation! 


Standard models fire tested for normal applications 

Fiber glass is noted for its fire resistant character¬ 
istics — and CONSOLITE Skylights utilizing this material 
have successfully passed fire tests with a wide margin of safety. 

Fully detailed report available on request. 

Actually diffuses light 

Harsh sun-glare is transformed into a pleasing, diffused glow by CONSOLITE’S 
translucent dome. For most installations, CONSOLITE’S high light transmis¬ 
sion factor assures ample light for work, yet does away with eye-straining glare. 
CONSOLITES with special diffusing-formula material are available for school £ 
use, where brightness must be reduced without sacrifice of diffusion. 

Greater load strength 

CONSOLITE Skylights are engineered to ride out the roughest treatment that 
nature and accident can devise. Double layer of reinforced fiberglass and 
plastic gives twice the protection of a single dome... four times the strength of 
old-fashioned domes. Cannot be shattered by ordinary hailstorms, rocks, shock, 

Or vibration. Flexural: 20,000 p.s.i. T.niile: 10,000 p.s.i. 

Leakproof — ideal for pre-stressed concrete roofs 

Self-flashing double-dome CONSOLITE Skylights are far easier to install 
in pre-stressed concrete roofing slabs or other flat roofs. Flashing rests flush 
with top of built-up roofing membrane, stripping with felt and roofing com¬ 
pound affords completely leakproof installation. Self-flashing models require 
no curbing. No interior provisions for condensation control are necessary due 
to the double-dome, double-wall construction of the new CONSOLITE. 

The new Consolite approved for bonded roofs — two types now available 

The self-flashing CONSOLITE has been approved for installation in bonded 
roofs by several of the major roofing manufacturers in the United States, such 
as the Barrett Division of Allied Chemical and Dye Co., the Ruberoid Co., and 
the Philip Carey Co. The bond-type skylight features an increased rise of six 
inches between flashing and counter-flashing, making it extremely simple for 
the roofer to obtain an excellent bond between skylight and roof. Complete 
dimensions are given on page four of this catalog. 

*A registered trademark of Hooker ChemicaL Co. 
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DIMENSIONS 



MODEL 

NUMBER 

A 

B 

C 

D 

E 

F 

G 

H 

M 

N 

W 

TYPE 

Astro- 

Mist- 

Light 





Roof 


Exposed 

Counter 

Green 

White 

Overall 

Flashing 


Overall 

Opening 


Dome 

Curb 

Curb 

Flashing 


Color 

Color 

Admitting Area 

Size 

Width 


Height 

Size 


Height 

Height 

Width 

Width 

Square 

5505 

5705 

13" 

22" 

4" 

2" 

5" 

14" 



_ 


_ 

Self-Flashing 

5510 

5710 

19" 

28" 

4" 

2" 

5" 

20" 

_ 

_ 

_ 

_ 

_ 


5511 

5711 

25" 

34" 

4" 

2" 

5" 

26" 

_ 

_ 

_ 

_ 

_ 


5551 

5851 

29 Vi" 

3814" 

4" 

2" 

5" 

3014" 

_ 

_ 

_ 

_ 

_ 


5512 

5712 

37" 

46" 

4" 

2" 

6" 

38" 

_ 

_ 

_ 

_ 

_ 


5553 

5853 

47" 

56" 

4" 

2" 

6" 

48" 

— 

- 

- 

- 

— 

Rectangular 

5525 

5725 

15"x 35" 

24"x 44" 

4" 

2" 

5" 

16"x 36" 

_ 

_ 

_ 

_ 

_ 

Self-Flashing 

5526 

5726 

15"x 47" 

24"x 56" 

4" 

2" 

5" 

16"x 48" 

_ 

_ 

_ 

_ 

_ 


5527 

5727 

15"x 59" 

24"x 68" 

4" 

2" 

5" 

16"x 60" 

_ 

_ 

_ 

_ 

_ 


5528 

5728 

15"x 71" 

24"x 80" 

4" 

2" 

5" 

16"x 72" 

_ 

_ 

_ 

_ 

_ 


5529 

5729 

17"x 35" 

26"x 44" 

4" 

2" 

5" 

18"x 36" 

_ 

_ 

_ 

_ 

_ 


5530 

5730 

17"x 47" 

26"x 56" 

4" 

2" 

5" 

18"x 48" 

_ 

_ 

_ 

_ 

_ 


5531 

5731 

23"x 35" 

32"x 44" 

4" 

2" 

5" 

24"x 36" 

_ 

_ 

_ 

_ 

_ 


5532 

5732 

23"x 47" 

32"x 56" 

4" 

2" 

5" 

24"x 48" 

_ 

_ 

_ 

_ 

_ 


5533 

5733 

23"x 59" 

32"x 68" 

4" 

2" 

5" 

24"x 60" 

_ 

_ 

_ 

_ 

_ 


5534 

5734 

23"x 71" 

32"x 80" 

4" 

2" 

5" 

24"x 72" 

_ 

_ 

_ 

_ 

_ 


5535 

5735 

23"x 83" 

32"x 92" 

4" 

2" 

5" 

24"x 84" 

_ 

_ 

_ 

_ 

_ 


5536 

5736 

23" x 95" 

32"x104" 

4" 

2" 

5" 

24"x 96" 

_ 

_ 

_ 

_ 

_ 


5537 

5737 

31"x 35" 

40"x 44" 

4" 

2" 

5" 

32"x 36" 

_ 

_ 

_ 

_ 

_ 


5538 

5738 

31"x 47" 

40"x 56" 

4" 

2" 

5" 

32"x 48" 

_ 

_ 


_ 

_ 


5539 

5739 

31"x 59" 

40"x 68" 

4" 

2" 

5" 

32"x 60" 

_ 

_ 

_ 

_ 

_ 


5540 

5740 

31"x 71" 

40"x 80" 

4" 

2" 

5" 

32"x 72" 

_ 

_ 

_ 

_ 

_ 


5506 

5706 

19"x 37" 

28"x 46" 

4" 

2" 

5" 

20"x 38" 

_ 

_ 

_ 

_ 

_ 


5507 

5707 

19"x 73" 

28"x 82" 

4" 

2" 

5" 

20"x 74" 

_ 

_ 

_ 

_ 

_ 


5516 

5716 

25"x 37" 

34"x 46" 

4" 

2" 

5" 

26"x 38" 

_ 

_ 

_ 

_ 

__ 


5517 

5717 

2914" x 49" 

3814" x 58" 

4" 

2" 

5" 

3014" x 50" 

_ 

_ 

_ 

_ 

__ 


5619 

5819 

35"x 47" 

44" x 56" 

4" 

2" 

5" 

36"x 48" 

_ 

_ 

_ 

_ 

_ 


5518 

5718 

37"x 73" 

46"x 82" 

4" 

2" 

6" 

38"x 74" 

_ 

_ 

_ 

_ 

_ 


5620 

5820 

46"x 65" 

55"x 74" 

4" 

2" 

6" 

47"x 66" 

— 

— 

— 

— 

— 

Square — 

5610 

5810 

18" 

28" 

4" 

6" 

9" 

20" 

y 2 " 

_ 

_ 

_ 

1 77 

Bond Type 

5611 

5811 

24" 

34" 

4" 

6" 

9" 

26" 

y 2 " 

_ 

_ 

_ 

1 77 

Self-Flashing 

5552 

5852 

2814" 

3814" 

4" 

6" 

9" 

3014" 

y 2 " 

_ 

_ 

._ 

1 77 


5612 

5812 

36" 

46" 

4" 

6" 

9" 

38" 

y 2 " 

— 

— 

— 

1 77 

Rectangular — 

5625 

5825 

14"x 34" 

24"x 44" 

4" 

6" 

9" 

16"x 36" 

y 2 " 




1 77 

Bond Type 

5626 

5826 

14"x 46" 

24"x 56" 

4" 

6" 

9" 

16"x 48" 

y 2 " 

_ 

_ 

_ 


Self-Flashing 

5627 

5827 

14"x 58" 

24"x 68" 

4" 

6" 

9" 

16"x 60" 

y 2 " 

_ 

_ 

_ 

1 77 


5628 

5828 

14"x 70" 

24"x 80" 

4" 

6" 

9" 

16"x 72" 

y 2 /# 

_ 

_ 

_ 

1 n 


5641 

5841 

14"x 82" 

24"x 92" 

4" 

6" 

9" 

16"x 84" 

y 2 " 

_ 

_ 

_ 

1 77 


5629 

5829 

16"x 34" 

26" x 44" 

4" 

6" 

9" 

18"x 36" 

%" 

_ 

_ 

_ 

1 77 


5630 

5830 

16"x 46" 

26"x 56" 

4" 

6" 

9" 

18"x 48" 

y 2 " 

_ 

_ 

_ 

1 77 


5631 

5831 

22"x 34" 

32"x 44" 

4" 

6" 

9" 

24"x 36" 

y 2 " 

_ 

_ 

__ 

1 77 


5632 

5832 

22"x 46" 

32"x 56" 

4" 

6" 

9" 

24" x 48" 

w 

_ 

_ 

_ 

1 77 


5633 

5833 

22"x 58" 

32"x 68" 

4" 

6" 

9" 

24"x 60" 

y 2 " 

_ 

_ 

_ 

1 77 


5634 

5834 

22"x 70" 

32"x 80" 

4" 

6" 

9" 

24"x 72" 

y 2 " 

_ 

_ 

_ 



5635 

5835 

22"x 82" 

32" x 92" 

4" 

6" 

9" 

24"x 84" 

y 2 " 

_ 

_ 

_ 

1" 


5636 

5836 

22"x 94" 

32"x 104" 

4" 

6" 

9" 

24"x 96" 

y 2 " 

_ 

_ 

__ 

1" 


5637 

5837 

30"x 34" 

40" x 44" 

4" 

6" 

9" 

32"x 36" 

y 2 " 

_ 

_ 

_ 

yi 


5638 

5838 

30"x 46" 

40"x 56" 

4" 

6" 

9" 

32" x 48" 

y 2 " 

_ 

_ 

_ 

ys 


5639 

5839 

30"x 58" 

40"x 68" 

4" 

6" 

9" 

32"x 60" 

y 2 " 

_ 

_ 

_ 

i // 


5640 

5840 

30"x 70" 

40"x 80" 

4" 

6" 

9" 

32"x 72" 

y 2 " 

_ 

_ 

_ 



5606 

5806 

18"x 36" 

28"x 46" 

4" 

6" 

9" 

20"x 38" 

y 2 " 

_ 

_ 

_ 

1 77 


5607 

5807 

18"x 72" 

28"x 82" 

4" 

6" 

9" 

20"x 74" 

y 2 " 

__ 

_ 

_ 



5616 

5816 

24"x 36" 

34"x 46" 

4" 

6" 

9" 

26"x 38" 

y 2 " 

_ 

_ 


ys 


5617 

5817 

2814" x 48" 

3814" x 58" 

4" 

6" 

9" 

3014" x 50" 

y 2 " 

_ 

_ 

_ 

1 77 


5618 

5818 

36"x 72" 

46"x 82" 

4" 

6" 

10" 

38"x 74" 

y 2 " 

— 

— 

_ 


Round 

5500 

5700 

i5y 2 " 

26" 

4" 

2" 

9" 

18" 






Self-Flashing 

5501 

5701 

2i" 

32" 

4" 

2" 

9" 

24" 

_ 

_ 

_ 




5502 

5702 

32" 

44" 

4" 

2" 

9" 

36" 

— 

— 

— 

— 

— 

Square 

5513 

5713 

18" 

22" 

_ 

_ 

9" 

18" 


6" 

4" 

2" 


Curb Mounting 

5514 

5714 

24" 

28" 

— 

_ 

9" 

24" 

__ 

6" 

4" 

2" 



5550 

5850 

30%" 

3414" 

— 

— 

9" 

3014" 

_ 

7" 

4" 

2" 

__ 


5515 

5715 

36" 

40" 

— 

— 

9" 

36" 

— 

7" 

4" 

2" 

_ 

Rectangular 

5508 

5708 

18" x 36" 

22" x 40" 

_ 

_ 

9" 

18"x 36" 


4" 

4" 

2" 


Curb Mounting 

5509 

5709 

18"x 72" 

22"x 76" 

— 

_ 

9" 

18"x 72" 

_ 

4" 

4" 

2" 



5519 

5719 

24"x 36" 

28"x 40" 

_ 

_ 

9" 

24"x 36" 


4" 

4" 

2" 



5520 

5720 

3014" x 48" 

3414" x 52" 

_ 

_ 

9" 

3014" x 48" 

_ 

6" 

4" 

2" 



5521 

5721 

36"x 72" 

40"x 76" 

— 

— 

9" 

36"x 72" 

— 

6" 

4" 

2" 

_ 

Samples 

5902 

5903 






CO 

X 

CO 




































































CONSOLITE DOUBLE DOME SKYLIGHTS 
ARE EASIER TO INSTALL ON ANY ROOF 

CONSOLITES eliminate complex installation problems caused 
by over-engineering. Unitized all-plastic construction makes 
them lighter in weight — and so much easier and faster to 
handle and install. No complicated metal parts to assemble or 
clean. Efficient mass production methods and substantially 
lower shipping weights combine to make CONSOLITES one of, 
if not the most effective skylights available — at far less cost! 
Best of all, CONSOLITES require less alteration in standard 
roof design. CONSOLITE’S basic models will fill any need 
and are designed to fit almost any type roof being built today. 
Extremely wide selection of shapes and sizes gives far greater 
flexibility of design. Exact sizes shown on page four. 


# 


TWO PIGMENTED COLORS AVAILABLE TO COVER 
PRACTICALLY ALL DIFFUSION REQUIREMENTS 

ASTRO GREEN (Standard Color) 

A pale green color for general skylighting. Harsh 
sun glare is transformed into a pleasing diffused 
glow that eliminates eyestrain yet provides ample 
illumination for any requirement. 

MIST WHITE (School Color) 

Specially pigmented to control brightness and illumi¬ 
nation. Originally developed for school use, but now 
used in all types of installations requiring excep¬ 
tional diffusion. 


double dome skylights specifications 


Domes and flashings shall be entirely of thermoset¬ 
ting fiber glass reinforced light stabilized plastic. All 
parts to be integrally bonded. Skylight shall be so 
constructed that the light admitting area consists 
of a completely sealed double walled dome. Skylights 


where indicated shall be “Consolite Skylights” as 
manufactured by Consolidated General Products, 
Inc., P. 0. Box 7425, Houston 8, Texas. 

Model No__ 


SHOP DRAWINGS OF ALL INSTALLATION DETAILS AVAILABLE ON REQUEST 


24TH & NICHOLSON • HOUSTON 8, TEXAS 


Manufactured by 

CONSOLIDATED GENERAL PRODUCTS, INC. 
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